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Duct _ 


Total : 
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Nutplate 
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4 NAS-1031C3W Nutplate 


SMALL FAB 1 


Comment: SMALL & MEDIUM FAB RESOURCE 1 


Total : 
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Batch 


SMALL & MEDIUM FAB RESOURCE 1 
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1-Spot Weld Tubes And Nut plates as per Dwg D3476 and Dart QSI 018 
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Part Number: D3476043 


Description : 
WELD INSPECTION 


Comment: WELD INSPECTION 
OUTSIDE SERVICE 


OUTSIDE SERVICES 


Comment: Sub-Contracting OUTSIDE SEBX 


Issue P/O: 
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Comment: INSPECT POWDER COAT/CHEMICAL CONVERSION , 


PACKAGING 1 


Comment: PACKAGING RESOURCE #1 
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PACKAGING RESOURCE #1 


DOCUMENT CONTROL 


Comment: DOCUMENT CONTROL 
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Date: 
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Description of NC 
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DESIG DRAWN BY | DART AEROSPACE LTD 
l^ [^ ,` HAWKESBURY, ONTARIO, CANADA 


єк APPROVED { | DRAWING МО. REV. A 


(| 03476 SES ОГ 


PATE TITLE SCALE 
06.01.27 BLOWER MOTOR ADAPTER 12 


E ars 


76-5 AN3-4A BOLT 
AN960-10 WASHER 
(4 PLACES) 


D3476-043 BLOWER 
MOTOR ADAPTER 
WELDMENT (1) 


D3476-041 BLOWER MOTOR ADAPTER 


1) IDENTIFY WITH DART P/N D3476-041 USING 
FINE POINT PERMANENT INK MARKER 


suop COPY 
ӨН АБАРТЕН RETURN ТО 
ENGINEERING 
UNCONTROLLED COPY 
SUBJECT TO AMENDN 
WITHOUT NOTICE 


ZEE 
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Э 1<. HAWKESBURY, ONTARIO, САМАРА 

CHECKED APPROVED, J | DRAWING NO. REV. A 

D3476 NS 

DATE TITLE SCALE 
06.01.27 BLOWER MOTOR ADAPTER 14 


D3476-1 


LOCATE AND 
SPOT WELD 

NUT PLATES 
(4 PLACES) 


D3476-3 
DOME (1) 


D3476-7 TUBE 
(2 PLACES) 


SECTION A-A 


. PA A | 


NAS-1031C3W 
NUT PLATES 
(4 PLACES) 


OFFSET SEAM 


(2 PLACES) 


2 


03476-043 BLOWER MOTOR 
ADAPTERWELDMENT . 


NOTES: 


1) SPOT WELD PER DART QSI 004 

2) FINISH: NONE 

3) PART IS SYMETRICAL ABOUT CENTERLINE 

4) TOLERANCES ARE PER DART QSI 018 UNLESS 
OTHERWISE NOTED 


5) ALL DIMENSIONS ARE IN INCHES EE ыу ых 
6) ВВЕАК ALL SHARP EDGES 0.005 ТО 0.010 
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A D3476 SHEET 3 OF 7 


DATE TITLE SCALE 
06.01.27 BLOWER MOTOR ADAPTER _ 14 


Жая» | 


(56.16 


~L 
Е: 


ОЕТА! В 
SCALE 1:1 


D3476-1 DUCT 


` 14.53 | 
| 0340 (3 EQ. SPACES OF 4.843) ” | 
š Ф 


(50.194 
(4 PLACES) 


2.75 P 


| 20.00 — 


D3476-1F DUCT FLAT PATTERN. 


SHOP COPY 

NOTES: Ad 

1) MATERIAL: AIS! 304/316 SS SHEET PER MIL-S-5019 (ANNEALED) 28 РІМ! ^ copy 
26 GAUGE SS (0.018 THICK UNCONTROLLED C ir 
(REF. DART SPEC. М304526СА) CT TO AN 

2) SPOT WELD PER DART QSI 004 | SUBIT. UT NOTICE 

3) TOLERANCES ARE PER DART OS! 018 UNLESS OTHERWISE NOTED > wit | 

4) ALL DIMENSIONS ARE IN INCHES KORKO /9 

5) ВВЕАК ALL SHARP EDGES 0.005 ТО 0.010 2/@_ 
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DATE TITLE SCALE 


06.01.27 BLOWER MOTOR ADAPTER 12 


| 66. 00.05 i 


SECTION C-C 


D3476-3S DOME, SPINNING DETAIL 


NOTES: SHOP s 
1) MATERIAL: AISI 304/316 SS SHEET, 0.036 THICK PER MIL-S-5019 (ANNEALEBY Е 
2B FINISH (REF. DART SPEC. M304S20GA ENGINE ОРҮ 
2) FORM BY SPINNING TO DIMENSION WITHOUT EXCESS THINNING ONTROLLED СОРУ 
ОЕ MATERIAL (МІМІМУМ THICKNESS = 0.025"). UNC O AMENDMENT 
3) FINISH: NONE SUBIECT TO А cE 
4) TOLERANCES ARE PER DART OSI 018 UNLESS OTHERWISE NOTED WITHOUT NOTIC 
5) ALL DIMENSIONS ARE IN INCHES WORK oe 
6) BREAK ALL SHARP EDGES 0.005 TO 0.010 ^ 
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DATE TITLE SCALE 


06.01.27 BLOWER MOTOR ADAPTER 2 


CUT $2.25 HOLE, 
ENLARGE TO 22.68 

BY FORMING FLANGE 
(2 PLACES) 


VIEW D-D 


D3476-3 DOME 


SHOP COPY 
NOTES: RETURN TO 
1) MATERIAL: MAKE FROM D3476-3S | ENGINEERING PT 
2) FINISH: NONE CONTROLLED CO 
PART IS SYMMETRICAL ABOUT CENTERLINE UN 


S 
6) BREAK ALL SHARP EDGES 0.005 TO 0.010 
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06.01.27 BLOWER MOTOR ADAPTER 1:2 


(50.200 x 0.40 
OBROUND 
(4 PLACES) 


D3476-5 SPACER-RING 


D3476-5F SPACER-RING 


SHOP COPY 
RETURN TO 


NOTES: ENGINEERING ; 

1) MATERIAL: AISI 304/316 SS SHEET, 0.063 THICK, PER MIL-S-5019 (ANNEALEBYONTROLLED СОРУ 
2B FINISH (REF. DART SPEC. M304S16GA) ТЕСТ TO AMENDMEN 

2) FINISH: NONE SES nen NOTICE 

3) TOLERANCES ARE PER DART 051 018 UNLESS OTHERWISE NOTED WITHO 

4) ALL DIMENSIONS ARE IN INCHES w ЖАА 

5) BREAK ALL SHARP EDGES 0.005 ТО 0.010 


NO. ER 
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i "IL 23476 SWEET or 


DATE TITLE SCALE 


06.01.27 BLOWER MOTOR ADAPTER 12 


DART 
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| 
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DETAIL E 
SCALE 1 : 1 
D3476-7 TUBE D3476-7 TUBE 
FLAT PATTERN 
SHOP COPY 
NOTES: | RETURN TO 
1) MATERIAL: AISI 304/316 SS SHEET PER MIL-S-5019 (ANNEALED) 2B FINISH ENGINEERING 
26 GAUGE SS (0.018 THICK) LLED СОҢУ 
(REF. DART SPEC. M304S26GA) UNCONTRO 
2) SPOT WELD PER DART QSI 004 SUBJECT TO AMENDMENT 
3) TOLERANCES ARE PER DART QSI 018 UNLESS OTHERWISE NOTED WITHOUT NOTICE 
4 ALL DIMENSIONS ARE IN INCHES 


BREAK ALL SHARP EDGES 0.005 TO 0.010 р we l 
NO. 6 
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